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Approved  Code  No.  84311 — Amendment  No.  1 

AMENDMENT  TO  SUPPLEMENTARY  CODE  OF  FAIR 
COMPETITION 

FOR  THE 

PRISON  EQUIPMENT  MANUFACTURING 
INDUSTRY 

As  Approved  on  November  6,  1934 


ORDER 


Approving  Amendment  of  Supplementary  Com:  of  Fair  Competi- 
tion for  the  Prison  Equipment  Manufacturing  Industry 

a  division  of  the  fabricated  metal  products  manufacturing  and 
metal  finishing  and  metal  coating  industry 

An  application  having  been  duly  made  pursuant  to  and  in  full 
compliance  with  the  provisions  of  Title  I  of  the  National  Industrial 
Recovery  Act,  approved  June  16,  1933,  for  approval  of  amendments 
to  a  Supplementary  Code  of  Fair  Competition  for  the  Prison  Equip- 
ment Manufacturing  Industry,  and  Notice  to  File  Objection  having 
been  given  and  the  annexed  report  on  said,  amendment  containing 
findings  with  respect  thereto,  having  been  made  and  directed  to  the 
President : 

^  NOW,  THEREFORE,  on  behalf  of  the  President  of  the  United 
States,  the  National  Industrial  Recovery  Board,  pursuant  to  author- 
ity vested  in  it  by  Executive  Orders  of  the  President,  including 
Executive  Order  No.  6859,  and  otherwise;  does  hereby  incorporate,  by 
reference,  said  annexed  report  and  does  find  that  said  amendments 
and  the  Supplementary  Code  as  constituted  after  being  amended 
comply  in  all  respects  with  the  pertinent  provisions  and  will  pro- 
mote the  policy  and  purposes  of  said  Title  of  said  Act.  and  does 
hereby  order  that  said  amendments  be  and  arc  hereby  approved,  and 
that  the  previous  approval  of  said  Supplementary' Code  is  hereby 
amended  to  include  an  approval  of  said  Supplementary  Code  in  its 
entirety  as  amended. 

National  Industrial  Recovery  Board. 
By  W.  A.  Harriman,  Administrative  Officer. 

Approval  recommended : 

Ktlbourne  Johnston, 

Acting  Division  Administrator. 

Washington,  D.  C. 

November  G,  1034. 
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REPORT  TO  THE  PRESIDENT 

The  President, 

The  White  House. 

Sir  :  This  is  a  report  on  three  amendments  to  the  Supplementary 
Code  of  Fair  Competition  for  the  Prison  Equipment  Manufacturing 
Industry,  denning  the  terms  "  Prison  Equipment  Manufacturing  In- 
dustry ", '"  industry  products  "  and  "  member  of  the  industry." 

These  amendments  were  proposed  in  accordance  with  Article  X, 
Section  2  of  the  Supplementary  Code,  approved  July  5,  1934. 

Notice  of  Opportunity  to  be  Heard  was  given  from  October  11, 
1934,  to  October  24,  1934.  No  objection  has  been  filed  against  these 
amendments  of  the  Supplementary  Code. 

FINDINGS 

The  Assistant  Deputy  Administrator  in  his  final  report  to  us  on 
said  amendment  of  said  Supplementary  Code  having  found  as  herein 
set  forth  and  on  the.  ba^is  of  all  the  proceedings  in  this  matter.  We 
find  thai  : 

(a)  The  amendments  of  said  Supplementary  Code  and  the  Sup- 
plementary Code  as  amended  are  well  constituted  to  promote  the 
policies  and  purposes  of  Title  I  of  the  National  Industrial  Recovery 
Act,  including  the  removal  of  obstructions  to  the  free  flow  of  inter- 
state and  foreign  commerce  which  tend  to  diminish  the  amount 
thereof,  and  will  provide  for  the  general  welfare  by  promoting  the 
organization  of  Industry  for  the  purposes  of  cooperative  action 
among  the  Trade  Groups,  by  inducing  and  maintaining  united  action 
of  labor  and  management  under  adequate  Government  sanction  and 
supervision,  by  eliminating  unfair  competitive  practices,  by  promot- 
ing the  fullest  possible  utilization  of  the  present  productive  capacity 
of  industries,  by  avoiding  undue  restriction  of  production  (except  as 
may  be  temporarily  required),  by  increasing  the  consumption  of 
industrial  -\y\n  agricultural  products  through  increasing  purchasing 
power,  by  reducing  and  relieving  unemployment,  and  improving 
standards  :.f  labor,  and  by  otherwise  rehabilitating  industry. 

(b)  Tic  Supplementary  Code  as  amended  complies  in  all  respects 
with  the  pertinent  provisions  of  said  Title  of  said  Act,  including 
without  limitation  Subsection  (a)  of  Section  3,  Subsection  (a)  ol 
Section  7  and  Subsection  (b)  of  Section  LO  thereof . 

(c)  The  Supplementary  Code  empowers  the  Supplementary  ('ode 
Authority  <<>  present  <he  aforesaid  amendments  on  behalf  of  the 
Industry  -.<-  n  whole. 

(d  )  The  amendments  and  the  Supplementary  ('ode  as  amended  arc 
noi  designed  to  and  will  not  permit  monopolies  or  monopolistic 
practices. 
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(e)  The  amendments  and  the  Supplementary  Code  as  amended 
are  not  designed  to  and  will  not  eliminate  or  oppress  small  enter- 
prises and  will  not  operate  to  discriminate  against  them. 

(f )  Those  engaged  in  other  steps  of  the  economic  process  have  not 
been  deprived  of  the  right  to  be  heard  prior  to  approval  of  said 
amendments. 

For  this  reason,  these  amendments  have  been  approved  by  us. 
For  the  National  Industrial  Recovery  Board : 

W.  A.  Harkiman, 

Administrative  Officer. 
November  6,  1934. 


AMENDMENT  TO  SUPPLEMENTARY  CODE  OF  FAIR 
COMPETITION  FOB  THE  PRISON  EQUIPMENT  MANU- 
FACTURING INDUSTRY 

A    DIVISION    OF   THE   FABRICATED   METAL   PRODUCTS    MANUFACTURING    AM) 
METAL  FINISHING  AND  METAL  COATING  INDUSTRY 

For  Article  II.  Section  1  (;\).  substitute  the  following: 
The  term  "  Prison  Equipment  Manufacturing  Industry  "  or  the 
"Industry",  as  used  herein,  is  defined  to  mean  the  manufacturing 
for  sale  and/or  offering  to  sell  and,  or  selling  and/or  installation  of 
industry  products,  hereinafter  defined  as  prison  equipment,  by  a 
member  of  the  Industry,  as  hereinafter  defined. 

For  Article  II.  Section  1  (b).  substitute  the  following: 
The  term  "industry  products'*,  as  used  herein,  is  defined  to  mean 
prison  equipment,  comprising,  but  -without  limitation,  such  parts 
as  cells,  <<•] I  fronts,  locking  and  operating  devices,  locks,  cell  fur- 
nishings, windows,  window  guards,  grille-,  grating  and  plate  parti- 
tions and  doors,  and  related  specialties,  and  parts,  any  or  all  of  such 
parts  constituting,  when  assembled,  prison  equipment  for  prisons, 
jails,  reformatories,  asylums  and  other  penal  and  or  corrective  insti- 
tutions in  which  public  peace  and  safety  require  inmates  to  be  con- 
fined and  prevented  from  escape. 

For  Article  II,  section  3,  substitute  the  following: 
The  term  "  member  of  the  industry  "  as  used  herein  includes,  but 
without  limitation,  any  individual,  partnership,  association,  corpo- 
ration or  other  form  of  enterprise  engaged  in  this  Industry  either 
as  an  employer  or  on  his  own  or  its  own  behalf  in  manufacturing. 
and/or  offering  to  sell,  and,  or  selling  and  or  installation  of  industry 
products,  except  general  and/or  building  contractors  selling  and  or 
installing  prison  equipment  as  part  of  a  general  building  contract. 

Approved  Code  No.  84M1 — Amendment  No.  l. 
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